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THE GAZETTE OF INDIA: EXTRAORDINARY 


[Part II —Sec. 3(ii)] 


MINISTRY OF CONSUMER AFFAIRS, FOOD AND PUBLIC DISTRIBUTION 
(Department of Consumer Affairs) 

(BUREAU OF INDIAN STANDARDS) 

NOTIFICATION 

New Delhi, the 9th Septeinbc ?011 

S.0.2064(E).—In pursuance of clause (b) of sub-rule (1).of Rules (1) of Rule 7 of the Bureau of Indian Standards 
Ru es, 1987 the Bureau of Indian Standards hereby notifies that the Amendments to Indian Standard, particulars of which 
are given in the Schedule hereto annexed have been established on the date indicated against each : 

SCHEDULE 

SI. No. No. and year and title of the Amendment No. and year of Indian Standards, Date of Establishment 

. Established • if any, Superseded by the New 

Indian Standard 

(1) _(2)__ . (3) _._ ( 4 ) __ 

1. Amendment No. 2 to IS 9873 (Part 3): None August, 2011 

1999/ISO 8124-3:1997 Safety require¬ 
ments for toys Part 2 Migration of 
certain elements (first revision) 

2. Amendment No. 3 to IS 9873 (Part 3): None August, 2011 

1999/ISO 8124-3:1997 Safety require¬ 
ments for toys Part 2 Migration of 
certain elements (first revision) 

---- 1 -^-——~“ 1 

Copies of these Amendments are available for sale with the Bureau of Indian Standards, Manak Bhavan, 9, 
Bahadur Sfcah Zafar Marg, New Delhi-110002 and Regional Offices New Delhi, Kolkata, Chandigarh, Chennai, Mumbai and 
als 5 Branch Offices: Ahmedabad, Bangalore, Bhopal, Bhubaneshwar, Coimbatore, Guwahati, Hyderabad, Jaipur, Kanpur, 
Na gpur, Ffetna, Pune and Thiruvananthapuram. 

[F. No. PCD/G-7 (Gazette)] 
P. K. GAMBHIR, Scientist C G’Technical 
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